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STORY UPDATED Dec. 7, 2020 at 9:25 p.m. ET: This story has been 
updated to include more context that the claims of the forensic tests of 
Dominion Voting Systems machines in Ware County, Georgia, are being 
denied by some election officials, including the county's own elections 
supervisor. 


Alarm bells regarding the presidential election are now sounding in Georgia, 
where a U.S. congressman says a forensic test of Dominion Voting Systems 
machines revealed votes for President Donald Trump were being switched to 
votes for Democrat Joe Biden, although the claim is denied by some election 
officials. 
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On Friday, U.S. Rep. Jody Hice, R-Ga., tweeted out the results of the test, 
saying: "Yesterday we learned a forensics examination of a Ware County, GA 
#DominionVotingSystems machine found votes were switched from 
@realDonaldTrump to @JoeBiden. This is one machine in one county in one 
state. Did this happen elsewhere? We need to know! EXAMINE ALL THE 
MACHINES!" 


Rep. Jody Hice 
@CongressmanHice 
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The matter caught the attention of popular radio talk-show host Rush 


Limbaugh on Monday, who explained, "They fed an equal number of votes 
for both Trump and Biden into the software, and it turns out an equal 
number of votes for Trump and Biden was spat out of the machine as a 26% 
lead for Biden." 


He called it "an exceptionally disturbing piece of evidence showing the 
extreme likelihood of massive voter fraud through Dominion Voting 
Systems." 


Limbaugh summarized how the test was reportedly conducted: 


Submit 


They used an equal number of votes. This is the thing to keep in mind here. 
They had sequestered Dominion equipment. Ware County ran an equal 
number of Trump votes and Biden votes through the tabulator, and the 
tabulator reported a 26% lead for Biden. Thirty-seven Trump votes in the 
equal sample run had been switched from Trump to Biden. So in actual 
algorithmic terms this means that a vote for Trump was counted as 87% of 
a vote and a vote for Biden was counted at 113% of a vote. 


Now, you think that they're just counting the number of votes and it's 
straight up okay, there's a Biden vote, there's a Trump vote — no, no, no. 
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They use all these complicated algorithms to try to speed up the tabulation. 
They spit this stuff through the tabulator and they wait for the tabulator to 
spit the results back. 


So if you've got an algorithm that counts every Trump vote as only 87% of 
the votes and every Biden vote as 113% of a vote, then that's how you end up 
with Biden ending up with 26% more votes than Trump with an equal 
number have been fed into the machine. 


But did such a forensic test even occur? The chief election officer in Ware 
County told Lead Stories the claim is "100% fake." No machines were 
sequestered and no test run was conducted, Elections Supervisor Carlos 
Nelson said. Lead Stories, which is one of Facebook's official fact-checkers, 
also says an unnamed but high-ranking official with the Georgia secretary of 
state's office also confirmed the report was erroneous. 


On Saturday, after President Trump appeared in Valdosta, Georgia, to again 
voice his concerns about the election allegedly being stolen, Hice tweeted: 


",@realDonaldTrump just detailed the rampant fraud committed in the 
November election. If we don't fix the systemic flaws and prosecute 
wrongdoing, it'll happen again! @POTUS is fighting for America's election 
integrity. It isn't about party or candidate. It's for the Republic!" 


On Monday, Hice again took to Twitter to push back against claims by state 
leaders that there was no voter fraud in the election. 


"GA's leaders claim 'no voter fraud’ but can't defend their own argument," 
Hice said. PROVE IT! INVESTIGATE! The growing amount of evidence is 
against you ... and so are the people!" 


Rep. Jody Hice @ VW 
@CongressmanHice 


GA's leaders claim "no voter fraud" but can't defend their 
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PROVE IT! 
INVESTIGATE! 


The growing amount of evidence is against you... and so 
are the people! 
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Dear WND Reader, 


As America’s political and culture wars rage, another battle is taking place in the news media. 


Google, Facebook and the rest of Bie Tech blatantly suppress Christian-conservative content 
while vacuuming up 90% of the advertising that once supported online news. It's a tough time 
for truth-oriented journalism. 


WND, the nation’s oldest independent news site and largest Christian website, is a rare 
combination of experienced professional journalists AND strong Judeo-Christian worldview. And 
we know most Americans—often portrayed as “ignorant hicks” and “bigots” living in flyover 
country—share our pro-American values and want real news, accurate information and 
insightful analysis on today’s crucial issues. 


That's what WND has delivered since 1997, all for free—no paywalls—an increasing rarity in 
the online news world. 


Instead, we rely on the voluntary contributions of appreciative readers like you—now more 
than ever. 


lf you value WND, please make a donation in any amount to keep us alive and well. In so doing, 
you ll be keeping the First Amendment and American freedom alive as well! 
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Submit a Correction 


Joe Kovacs 
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